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[57] ABSTRACT 

A smoking device includes a tobacco column having a 
wrapper and either a mouthpiece or filter rod located 
coaxially at one end of the tobacco column. A rigid tube 
is concentrically located in the tobacco column. A sub¬ 
strate of porous material is located within the tube. A 
flavor releasing material and an aerosol generating ma¬ 
terial are also disposed within the tube. A smoke imper¬ 
meable seal is located at the interface of the tobacco 
column and the mouthpiece/filter. 

13 Claims, 2 Drawing Sheets 
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